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SUBJECT: S&T: ENERGY: DESIGN AND OPERATION OF THERMAL 
POWER STATIONS 

REF: (A) MOSCOW 13384 (B) MOSCOW 11890 
FOR SCICOUNS 

1. THOMAS RESPONSE TO TRUBITSYN, DATED AUGUST 19, 
INADVERTENTLY RELEASED INTERNATIONAL OPEN MAIL. COPY 
POUCHED SCICOUNS AUGUST 26. 

2. IN RESPONSE TO TRUBITSYN SUGGESTION THAT FOUR US 
SPECIALISTS VISIT USSR FOR THIRTY DAYS BEGINNING 
SEPTEMBER 15, 1974 FOR TRAINING AT POWER STATIONS 
OPERATING UNDER AN ALTERNATING LOAD SCHEDULE, THOMAS 
POINTS OUT IMPOSSIBILITY OF SELECTING AND PREPARING SUCH 
A GROUP IN THE SHORT PERIOD OF TIME AVAILABLE. THOMAS 
REQUESTED THAT PREPARATIONS FOR SUCH VISIT BE POSTPONED 
UNTIL HE COULD ADVISE TRUBITSYN MORE POSITIVELY OF US 
PLANNING. 
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3. THOMAS LETTER TO TRUBITSYN WITH PROPOSED ITINERARY 
FOR SOVIET VISIT LATE 1974 OR EARLY 1975 WILL BE 
FORWARDED SHORTLY. INGERSOLL 
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